ETag: "02fd67738537f7aede7ac5de50714f0d"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2965
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Novalyn L. Winfield
x-archive-meta-case-name: AFL Quality NY, LLC
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: njb
x-archive-meta-date-case-filed: 2013-02-14
x-archive-meta-docket-num: 13-12918
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 874950
x-archive-queue-derive: 0
x-upload-date: 2013-02-25T19:32:49.000Z
